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Date: Mon, 9 Feb 1998 01:44:33 -0600 (CST) 
From: Dave <nyet@ix.netcom.com> 

Subject: ...and the URL is... 

Hello all, 

Ok - good - you're NOT sleeping after all! 


The URL for my new ham radio page is: 


www.netcom.com/~nyet 


Thanks again (sheepish grin :) 


Dave WB7AWK 


Date: Mon, 9 Feb 1998 09:40:14 -0500 (EST) 
From: leel@digital.net 
Subject: very sorry 


Hi Gang 
sorry sorry sorry 


Thought I was doing some good,but 


was very wrong. 
Will be much more careful in the future. 


Thank the good LORD for all that you have!!! 


69yr old semi disabled senior !!! trying to get code speed to 13wpm 
(stroke got my eyesight, balance & coordination) SO ONLY BA'S NO SOLID STATE 


Leon (Lee) Wiltsey 4600 Lake Haven blvd Sebring fl. 33872 KF4RCL TECK+ 


Date: Mon, 9 Feb 1998 22:17:00 -0600 
From: w0tlo@juno.com (john t mudd) 
Subject: Re: [FORSALE-SWAP] Another St. Louis MO Haunt 


Boy, did you bring on a rush of homesick with your letter 
about Gateway Electronics. 


I grew up when Gateway was at the 6100 block of Delmar. 
Last time I was in St. Louis, the tower was STILL on the roof. 


I remember Stu sitting me on his knee showing me how to tune a 
receiver and Stan showing me how to use a C.B. 


That was 30+ years ago. 


Next to my father, Stu was probably the strongest influence in my 
ham/electronic career. 


Been in Houston for 20 years. What brought you to St. Louis? 
Thanks for the time. 


73 de WOTLO 
John 


You don't need to buy Internet access to use free Internet e-mail. 
Get completely free e-mail from Juno at http://www. juno.com 
Or call Juno at (800) 654-JUNO [654-5866] 


Date: Tue, 10 Feb 98 14:59:42 PST 
From: "C-W Crystals" <cwxtal@u-n-i.net> 
Subject: Fw: FS MANUALS 


> Subject: FS MANUALS 

> 

> Hi Gang, 

> I just found 2 more of the manual's for the Henry Linear's plus some other 
> manuals. 

> 

> Manual for Henry 2K2 (pair 3-4002Z's) complete no writing inside 
cond:9/10 

> $15.00 shipped CONUS 

> Manual for Henry 2K3 (pair 3-5002Z's) complete no writing inside 
cond:9/10 


> $15.00 shipped CONUS 

> Heathkit manual for FM Deviation Meter Model IM-4180 (new condition) 
$13.00 

> shipped CONUS 


> Heathkit manual for Audio Amplifier Model A-7E complete no writing inside 
> cond:7/8 $6.50 shipped CONUS 

> Heathkit manual for "SENECA" TX Model VHF-1 complete with all assembly 

> pictorals no writing inside except check marks on assembly steps. 

> condition: 8/9 $16.00 shipped CONUS 

> Gertsch manual for Model FM-7 Frequency Meter (same one used by Motorola) 
> no writing inside, scuff's on cover condition 8/9 inside. $15.00 

> shipped CONUS 

> Copies (not original manual) of Motorola Model T-1099A Peak reading 

> Deviation meter, and Supplemental Maintenance Instructions for 
Motorola 


> Model T-1020 Frequency and Deviation meter. Clean, crisp easily 


VVVVVVVVVV VV VV 


readable copies. The Gertsch FM-7 was made for Motorola under the T-1020 
number and included the T-1099 Dev. meter. $8.00 shipped CONUS 

Manual for General Electric Portable test set Model 4EX3A10. The large GE 
Two-way Test set with exchangable cables for Mastr Pro, and Mastr 2 
equipment. Few minor pencil notes on schematic otherwise a 8/9 $6.00 
shipped CONUS 

(2 manuals available) Heathkit Visual-Aural Signal Tracer. Complete Cover 
cond. 6/7, inside 7/8 $6.50 EACH shipped CONUS. 

> 

PLEASE REPLY TO ME AT E-MAIL ADDRESS; cwxtal@u-n-i.net 

FIRST COME HAS FIRST CHOICE. 

73 John 


End of glowbugs V1 #242 


KREKEKEKEKRKRKEKEKEKEKEKRKKEKEKEKKKEKEE 


